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SECRET | rae ~-81=1645__ 


22 DEC 1981 
MEMORANDUM FOR: Director of Personnel 
FROM: eres 
cting Comptroller 
SUBJECT: Change in FY 1982 Ceilings (U) 
REFERENCE: Memorandum for DCI/Office of the Comptroller from 


Deputy Director, National Foreign Assessment Center, 
Dated 11 December 1981, Subject: Transfer of Positions 
and Ceiling to DDA/OL (U) 


1. The FY 1982 personnel position controls and FTE ceilings for 
the Administration Directorate (DDA) and the National Foreign Assessment 
Center (NFAC) are revised as follows: 


Current Revised 
Position _FTE Ceilings Position _FTE Ceilings 25X11 
Control FTP Total Control FTP Total 
DDA 
NFAC 


2. These changes result from the transfer of responsibility for 
certain publications support from the NFAC's Office of Current Operations 
to the DDA's Office of Logistics, as outlined in the reference (copy 
attached). (C) 


25X1 
Attachment: 
Reference 
ce: DDA, w/att. 
D/NFAC, w/att. 
e 25X1 
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